observable to someone performing a very close inspection of the area
cited.  Since the operator has an obligation to make a thorough inspec-
tion of the equipment before operating it, I conclude that some degree
of negligence existed.  The violation should be assessed at $25.

Order

Citations No. 93601, 93605, and 93802 are vacated.  The following
penalties are to be paid by Belcher Mine, Inc. , within 30 days of the
date of this decision:

Citation No. 93602 - $25, Citation No. 93603 - $25,
Citation No. 93604 - $10, Citation No. 9360^ - $10, Cita-
tion No. 93801 - $25.

Gary Mel^ck

Assistant ChteJTAdministrative Law Judge
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